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SUBJECT: INTERCOMM INSTALLATION 

REF: STATE 185698 

1. SYSTEM DESCRIBED IN PARA 1, REFTEL, SOUNDS ADEQUATE 
FOR POST. 

2. WILL THESE UNITS OPERATE ON 1 10 VOLT CURRENT OR 
REQUIRE TRANSFORMER FOR 220 VOLT CURRENT? IF SO, 

WILL MORE THAN ONE TRANSFORMER BE REQUIRD? WHAT 
LOAD CAPACITY REQUIRED, ETC? 
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